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PERFORMANCE. 1:11 


F 

FALseE ALARMS: 

Sources of, in Fire Alarm Systems. 2:27 

Systems Approach to False-Alarm Rejection in Detectors. 

2:27 

FaMity: 

How Fire Affects the Average Family. 3:104 
Fans, ExHaust: 

Spread Exterior Fire into Building. 4:14 
FERTILIZER: 

Fire Involving on Ship, April 1947. 3:19 
FERTILIZER PLANT FIRES: 

Charlotte, N.C., April 23, 1985. 6:67 

Mulberry, Fla., July 29, 1985. 6:67 
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Feyzin, FRANCE: 
LP-Gas BLEVE, Fire, Jan. 4, 1986. 1:94 
Firms, NFPA: 
“Fire Power,” Making the Movie. 6:23 
“Fire, Countdown to Disaster.” 6:23 
Fire: 
How Fire Affects the Average Family. 3:104 
Fire ALARM Systems: 
Alarm Verification and Design Considerations for. 2:26 
Fire Bricape, INpusTRIAL: 
Effective. 4:72 
Fire Bucket: 
Sparks from Ignite Combustibles, Roof. 5:21 
Fire Cost: 
Total Cost of Fire in U.S.A. 3:83 
Fire DeaTtus: 
Patterns of, Among Elderly and Children in the Home. 2:19 
Fire DEPARTMENT OPERATIONS HAMPERED: 
Access Hampered by Attic Construction, Plywood Floor. 
6:12 
Access Limited, Roads in Disrepair, Hydrants Inoperable. 
6:75 
Automobiles in Railroad Rolling Stock Exploded. 2:16 
BLEVES af LP-Gas Tanks, Emergency-Vehicle Traffic. 
1:35 
Collapsed Roof, Heavily Damaged Flooring. 1:15 
Doors to Secured Building Locked. 6:72 
Freezing Cold, Low Water Pressure, High Winds. 6:69 
Freezing Temperatures. 4:35 
High Winds, Inadequate Water Supply, Low Temperature. 
6:14 
Hydrant Frozen. 4:33 
Lack of Water Supply. 4:13 
Lack of Water Supply, Dense Smoke. 4:33 
Low Water Pressure, High Winds. 6:72 
Railroad Rolling Stock in Area with Limited Access. 2:16 
Sprinkler Water and Heptane Spread Fire Out Door. 4:16 
Traffic Hampers Access to Multi- Vehicle Fire Near Bridge. 
1:35 
Visibility Limited by Fog, Chemical Vapors. 1:62 
Walls Collapsing, Limited Access. 6:60 
Fire DEPARTMENTS: 
Private Sector: An Argument Against. 4:39 
Private Sector: An Argument in Favor of. 4:38 
Fire Facts: 
At the Household Level. 3:107 
Fire FATALITIES: 
Patterns of, Among Elderly and Children in the Home. 2:19 
Fire GRowTH AND SPREAD: 
Speed of, Demonstrated in NFPA Film “Fire Power.” 6:33 
Fire Hoses: 
Defective, Factor in Fatal Ship Fire. 3:18 
Fire Loss, U.S.: 
During 1985, 5:26 
Fire PREVENTION WEEK: 
History of. 3:14 
Fire PROTECTION: 
By Private Sector: An Argument Against. 4:39 
By Private Sector: An Argument in Favor of. 4:38 
Contracted: An Argument Against. 4:39 
Contracted: An Argument in Favor of. 4:38 
Private: Effects on Fire Chief. 4:41 
Fire PROTECTION ALTERNATIVES: 
By Private Sector: An Argument Against. 4:39 
By Private Sector: An Argument in Favor of. 4:38 
Contracted: An Argument Against. 4:39 
Contracted: An Argument in Favor of. 4:38 
Fire PROTECTION Firsts. 3:14 
Fire Protection, INTERNATIONAL: 
Examples from the Far East. 1:47 
Fire Recorp. 1:11; 2:12; 3:16; 4:13; 5:19; 6:12 
Fire STATIsSTICs: 
Questions NFPA Members Ask NFPA Fire Analysis 
Department. 1:56 
Fire Tests: 
Fire Endurance of Sprinklered Glass Walls. 4:43 
FIREFIGHTER FATALITIES: 
In 1985. 4:20 
FIREFIGHTER SAFETY: 
Evolution of and NFPA's Involvement. 3:78 
FIREPLACE: 
Embers Ignited Duct Insulation. 1:12 
FIRESAFETY: 
Effect of Project Management on. 4:48 
Victim of Cost-Effectiveness. 4:47 
FiresaFety EDUCATION: 
It's Older Than You Think. 3:13 
Proposed Program for Architects and Design Engineers. 
4:77 
FIRESTOPS: 
Firestops Protect Property—and Lives. 2:41 
Testing of. 2:44 
Types of. 2:42 
FIREWORKS: 
Accidents Involving, U.S. Experience with. 5:49 
Categories of Class C Common Fireworks. 5:43 
Cause of Barn Fire. 5:49 
Chemical Used in Manufacture of. 5:43 
Class C Federal Regulations 10 Years Later, Thumbs 
Down. 5:52 
Class C Federal Regulations 10 Years Later, Thumbs Up. 
5:53 
Class C, Categories of. 5:43 
Definitions of Terms. 4:61 
Explosion During Allegedly Illegal Manufacture. 4:72 
Federal Regulations of, in United States. 5:41 
Fire Involving. 5:49 
Fires Caused by. 5:49 
Manufacturing of, in U.S., An Industry in Transition. 5:41 
Manufacturing, Federal Control of. 4:59 
Oklahoma Legislation on. 4:73 
Possible Cause of Store Fire. 4:14 
Tests on Reaction to Ignition. 5:46 


Transportation, Federal Control of. 4:59 
Fireworks Dispiay Fires: 
Edgewater, Fla., 1986. 5:50 
Massachusetts, 1986. 5:50 
New Jersey, 1986. 5:50 
Fireworks PLANnt Exptosion (No Fire): 
Ohio, May 1985. 4:72 
Fireworks PLANT Fires: 
Jennings, Okla., June 25, 1985. 4:58, 72 
Ohio, May 1985. 4:72 
FLAMMABLE, ComBusTIBLE Liguips Fires: 
Alcohol. 4:16 
Alkyd, Paint. 6:72 
Gasoline. 1:14; 2:13; 5:21; 6:14, 75 
Gasoline Used to Remove Glued Carpeting. 5:19 
Heptane. 4:16 
Hexane. 4:17 
Methanol. 4:16 
FLasH PowDer: 
Definition of. 5:66 
FLASHOVER: 
Hot Oil in Restaurant. 1:11 
Warehouse Fire, California, April 1985. 2:15 
FLorence, S.C.: 
Warehouse Fire, July 2, 1985. 6:67 
FLoripa: 
Automotive Repair Shop Fire, September 1985. 4:36 
Boat Fire, July 1985. 4:17 
Condominium Fire, November 1985. 6:13 
Monorail Fire, June 1985. 4:17 
School Fire, August 1985. 4:13 
Fort Wortn, Tex: 
Store Fire, July 31, 1985. 6:67 
FRANCE: 
LP-Gas BLEVE, Fire, Jan. 4, 1966. 1:94 
Refinery Fire, Jan. 4, 1966. 1:94 
FRATERNITY House Fires: 
Illinois, October 1985. 5:19 
Michigan, March 1985. 5:49 .« 
FUELING OPERATIONS: 
Improper, Cause of Fire. 6:12 
FURNITURE: 
Couch, Fire Started in. 1:12; 2:76 
Foam Cushions Cause Dense Smoke. 4:33 
Upholstered, Reduction in Fires in (New Zealand). 1:88 
FURNITURE, UPHOLSTERED: 
Couch, Fire Started in. 1:12 
Reduction in Fires in (New Zealand). 1:88 





G 


GALveston County, TEx.: 
Action Taken by, to Prevent Fireworks Sales. 5:54 
GaraGE Fire: 
Attached, Kentucky, December 1985. 6:12 
GaracE, RESIDENTIAL, FIRE: 
Iowa, July 1985. 4:14 
Gas: 
LP, Explosion and Fire. 4:14, 71; 6:56 
Natural, Explosion. 4:30 
Propane, Explosion and Fire. 4:14, 36 
Gas Co. Orrice/Repair Faciity Fire, ExpLosion: 
Glenwood Springs, Colo., Dec. 16, 1985. 4:71; 6:56 
Gas Fire: 
Propane. 4:14, 36 
Gas Fires AND ExPLosions: 
LP-Gas. 4:71; 6:56 
LP-Gas Line, Leaking. 4:13 
LP-Gas Pipeline Break, Newark, N.J., July 7, 1951. 1:94 
LP-Gas Pipeline Leak, Mexico, Nov. 19, 1984. 1:32 
Propane. 4:36 
Propane Fuel Truck. 4:14 
Gas Leak: 
LP-Gas, Cause of Explosion and Fire. 4:13 
Natural Gas, Cause of Explosion. 4:30 
Propane, Cause of Explosion and Fire. 4:36 
Gas Line: 
Cracked, Causes Leak, Explosion, Fire. 4:14 
Damaged, Possible Cause of Fatal Explosion. 4:30 
Ruptured, Contributed to Fire Spread. 6:15 
Gas, LP: 
Gas Cloud, Ignited by Flare, Explodes. 1:32 
GASOLINE: 
Vapors Ignite in Fatal Fire. 4:14 
Gasouine Vapors: 
Ignited by Pilot Light of Water Heater. 4:14 
GEorGIA: 
Apartment Building Fire, April 1985. 4:36 
GLeNwoop Sprincs, Coto.: 
Gas Co. Office/Repair Facility Fire, Explosion, Dec. 1985 
4:71; 6:56 
Grain ELEVATOR Fire, EXPLosion: 
South Dakota, November 1985. 4:72 
GRANDSTAND Fires: 
Ball Park, North Carolina, March 16, 1985. 6:67 
Racetrack, Arlington Heights, Ill., July 31, 1985. 6:67, 
70 
Grant, Rosert W.: 
Comments of, on NFPA’s 90th Anniversary. 3:42 
GUERNVILLE, CALIF.: 
Lumber, Bldg. Supplies Fire, Aug. 12, 1985. 6:67 





H 





Hartrorp, Conn.: 
Circus Tent Fire, July 1944. 3:22 
Hospital Fire, December 1961. 3:24 
Hazarpous MATERIALS: 
Definition of. 1:25 
Lack of Safety Levels for Firefighters. 1:29 
Making the Decision to Remove Protective Equipment. 1:29 


FIREJOURNAL « JANUARY 1987 











State Right-to-Know Legislation Regarding. 1:39 
Update on the Underground Leakage Problem. 1:26 
HeattH Care FAcIiities: 
Brief Look at Fire Experience in. 6:51 
Heactu Care FAciuity Fires: 
Illinois, January 1985. 1:11 
Michigan, March 1985. 4:31 
Heaters, Gas-Fiep: 
Gas Ignited, Explodes. 5:21 
Probable Fire Cause. 6:77 
HEATERS, KEROSENE: 
Ignites Fumes from Tractor Gasoline Tank. 6:15 
Improper Fuel in, Cause of Fire. 2:13 
Improper Refueling, Spill, Cause Fire. 6:12 
Improperly Fueled, Cause of Fatal Fire. 4:34 
HEATING-AND-CooKING EquipMENT Fires: 
Ashes From Open-Fire Grill Ignite Combustibles. 5:19 
Auxiliary Heating Unit Explodes. 5:19 
Deep-Fat Fryer. 1:11 
Defective Gas Furnace Ignites Wood Flooring. 6:15 
Fixed Kerosene Heater. 6:12 
Gas Water Heater Ignites Combustibles. 4:36 
Gas-Fired Hot-Air Furnace Malfunction, Possible Fire 
Cause. 6:14 
Gas-Fired Suspended Unit Heater. 5:21 
Kerosene Heater, Fixed. 6:12 
Kerosene Heater Ignites Gasoline Vapors. 6:15 
Heatinc, Auxmiary: 
Definition of. 2:60 
Update on Auxiliary Heating Fire Problem. 2:52 
Heatinc EquipMEnNT: 
1985 Multiple-Death Dwelling Fires Involving. 4:25 
Hosoken, N.J.: 
Building-under-Demolition, Exposure Fire, Jan. 15, 1985. 
6:67 
HOovyoke, Mass.: 
Manufacturing Plant Fire, Feb. 18, 1985. 6:67 
HomeE-For-AGED Fires: 
Michigan, March 1985. 4:31 
Missouri, October 1985. 4:34 
HoMeE-For-EDERLY Fires: 
Pennsylvania, 1985. 4:35 
Honc Kone: 
Fire Protection and Prevention in. 1:53 
Hospice Hospirat Fire: 
Michigan, December 1985. 4:35 
Hosprrat Fires: 
Hartford, Conn., December 1961. 3:24 
Hospice, Michigan, December 1985. 4:35 
Massachusetts, February 1985. 1:11 
New York State, July 1985. 2:12 
Hore Fires: 
Atlanta, Ga., December 1946. 3:23 
MGM Grand Hotel, Las Vegas, Nev., Litigation After. 4:54 
Stouffer's Inn, Harrison, N.Y., Litigation After. 4:54 
Tennessee, 1985. 4:31 
Winecoff Hotel, Atlanta, Ga., December 1946. 3:23 
Houston, Tex.: 
Office Building Fire, Jan. 24, 1986. 6:67 
Warehouse Fire, July 2, 1985. 6:67 


I 


ILunos: 
Apartment Fire, 1985. 4:33 
Fraternity House Fire, October 1985. 5:19 
Health-Care Facility Fire, January 1985. 1:11 
Manufacturing Plant Fire, November 1985. 5:21 
Racetrack Grandstand Fire, July 31, 1985. 6:70 
Restaurant Fire, November 1985. 5:19 
Shopping Center Fire, September 1985. 5:20 
INCENDIARY (Suspicious) Fires: 
Home for Elderly, Pennsylvania, 1985. 4:35 
Hospice Hospital, Michigan, December 1985. 4:35 
Railroad Rolling Stock, Kentucky, April 1985. 2:16 
School, Chicago, Ill., December 1958. 3:20 
Stadium Fire, North Carolina, March 16, 1985. 6:68 
Warehouse, California, April 1985. 2:15 
INDIANA: 
Dormitory Fire, March 27, 1985. 6:70 
Manufacturing Plant Fire, August 1985. 4:16 
INTERIOR FINisH: 
Combustible, Fatal Fire Spread by. 4:33 
INTERIOR FinisH, COMBUSTIBLE: 
Fatal Fire Spread by. 4:33 
INTOXICATION: 
Possible Factor in Fatal Fire. 6:13 
Towa: 
Dwelling Fire, July 1985. 4:14 
Motor Home Fire, July 1985. 4:13 


J 


Japan: 

Fire Protection and Prevention in. 1:48 
Jennincs, OKLA.: 

Fireworks Plant Fire, June 25, 1985. 4:58 
JuveNILE FirEseTTING: 

Cause of Stadium Fire. 6:68 

Possible Cause of Store Fire. 4:14 


K 


Kansas: 

Dormitory Fire, September 1985. 5:20 
KENTUCKY: 

Dwelling Fire, December 1985. 6:12 

Dwelling Fire, December 1985. 4:36 

Railroad Rolling Stock Fire, April 1985. 2:16 
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Kine Crry, Cauir.: 
Wildland Fire, July 6, 1985. 6:67 
Kuwait: 
NFPA Technical Training Seminar for. 3:119 


L 


LasBoraTory Fires: 
Texas, April 1985. 2:13 
Washington State, March 4, 1985. 6:71 
Larce-Loss Fires, U.S.: 
1985, Study of. 6:34 
Larce-Loss-or-Lire Fires (10 or More Deaths): 
Atlanta, Ga. (Hotel). (119). 3:23 
Bakersfield, Calif. (Aircraft) (14). 4:20 
Bradford, England (Stadium) (56). 3:124, 128 
Chicago, Ill. (School) (95). 3:20 
Feyzin, France (Refinery) (18). 1:95 
Glenwood Springs, Colo. (Gas Co. Office/Repair Facility) 
(12). 4:17, 20; 6:56 
Hartford, Conn. (Circus Tent) (163). 3:22 
Hartford, Conn. (Hospital) (16). 3:24 
Jennings, Okla. (Fireworks Factory) (21). 4:20, 58, 72 
Kentucky, (Aircraft) (23). 4:20 
Nevada (Aircraft Crash) (70). 5:22 
New York, N.Y. (Excursion Steamer) (1,030). 3:18 
New York, N.Y. (Garment Manufacturing Plant) (145). 
3:20 
Philadelphia, Pa. (Rowhouse) (11). 4:20 
Reno, Nev., (Asrcraft) (42). 4:20 
San Juanico, Mexico, (LP-Gas Distribution Plant) (500). 
1:32 
Sweet Valley, Pa. (Home for Aged) (10). 4:20 
Texas City, Tex. (Cargo Ship) (468). 3:19 
Lawrence Livermore NATIONAL LABORATORY: 
Fire Tests on Sprinklered Glass Walls. 4:43 
Learn Not To Burn CAMPAIGN: 
A Brief History of. 3:151 
Learn Not To Burn PRoGRAM: 
Regional Representatives of. 4:12 
LEGISLATION: 
California's Proposition 31 for Firesafety Retrofitting. 4:56 
Right-to-Know Laws in States, Issue for the Eighties. 1:39 
LEGISLATION AFFECTING FirE DEPARTMENTS: 
Right-to-Know Laws on Hazardous Materials. 1:39 
Lettes. 1:5; 3:10; 4:9; 5:11; 6:11 
LIBRARIES: 
Library Fires and Arson. 2:35 
Protecting the Library From Fire. 2:35 
Liprary Fire: 
Northampton, Mass., 1975. 2:36 
Lire Sarety Cope: 
Litigation and Compliance with the Code. 4:52 
LIGHTNING: 
Cause of Church Fire, July 1985. 4:13 
Fire Caused by. 6:73 
LiticaTION: 
A Brief Description of. 4:52 
After Beverly Hills Supper Club Fire, Kentucky. 4:54 
After Fires in Public Places. 4:51 
After MGM Grand Hotel Fire, Las Vegas, Nev. 4:54 
After Stouffer's Inn Fire, New York. 4:54 
And Compliance with the Life Safety Code. 4:52 
Liability After Arson Fires. 4:55 
Los ANGELES, CALIF.: 
Brush, Dwellings Fire, July 2, 1985. 6:67 
LoutsvitLe, Ky.: 
Church Fire, Dec. 14, 1985. 6:67 
LuMBER Fire: 
Guernville, Calif., Aug. 12, 1985. 6:67 


M 


MAINE: 
Dwelling Fire, January 1985. 4:35 
Store Fire, January 1985. 1:14 
MANUFACTURING PLANT Fires: 
Aircraft Parts, Texas, May 1985. 2:15 
Boats, Washington State, Nov. 20, 1985. 6:72 
Chemicals, Comanche, Iowa, July 6, 1985. 6:67 
Chemicals, North Carolina, July 1985. 4:16 
Electronics Control Units, Illinois, November 1985. 5:21 
Fireworks, Jennings, Okla., June 25, 1985. 4:58, 72 
Fireworks, Ohio, May 1985. 4:72 
Furniture, Virginia, February 1985. 4:71 
Fireworks, Ohio, May 1985. 4:72 
Furniture, Virginia, February, 1985. 4:71 
Garments, New York, N.Y., March 1911. 3:20 
Gas, Earth, La., Jan. 5, 1985. 6:67 
Indiana, August 1985. 4:16 
Metal Products, Alabama, August 1985. 4:16 
Metals, Alabama, December 1985. 6:15 
Motor Vehicles, Warren, Ohio, July 26, 1985. 6:67 
Paint, New Jersey, Feb. 12, 1985. 6:72 
Rope, Texas, February 1985. 1:15 
Tire Recapping/Sales. California, July 1985. 4:17 
MASSACHUSETTS. 
Dwelling Fire, August 1985. 2:13 
Dwelling Fire, November 1985. 5:19 
Dwelling Fire, 1985. 4:34 
Hospital Fire, February 1985. 1:11 
Restaurant Fire, December 1984. 1:11 
Tenement Fire, August 1985. 2:13 
MatTCHEs: 
Accidental Cause of Condominium Fire. 6:13 
MERDIAN, Mss.: 
Store Fire, March 20, 1985. 6:67 
Mexico: 
LP-Gas Explosions and Fire, Nov. 19, 1984. 1:32 
MGM Granp Hote Fire: 
Litigation After. 4:55 


MICHIGAN: 

Barn Fire, April 1986. 6:15 

Dwelling Fire, March 1985. 2:13 

Dwelling Fire, November 1985. 4:36 

Health Care Facility Fire, March 1985. 4:31 

Hospice Hospital Fire, December 1985. 4:35 
Mississippi: 

Church Fire, February 1985. 1:11 
Missouta, Mont.: 

Wood, Paper Storage Fire, May 15, 1985. 6:67 
Missouri: 

Boarding-Home-for-Elderly Fire, October 1985. 4:34 


Shopping Complex Bldg.-under-Construction Fire, Jan. 
1986. 5:21 


Mose Home Fires: 

Kentucky, December 1985. 4:36 

Pennsylvania, February 1985. 1:12 
Monorail Fire: 

Florida, June 1985. 4:17 
MONTANNA: 

School Fire, Nov. 15, 1985. 6:69 
Morcan, Cartes S.: 

Interview of, on NFPA’s 90th Anniversary. 3:39 
Motor Home Fire: 

Towa, July 1985. 4:13 
Motor VEHICLE Fire: 

LP-Gas Fuel Truck, Colorado, July 1985. 4:14 
Motor VEHICLE Repair SHop Fire: 

Texas, November 1985. 6:14 
Mount Bexvieu, Tex.: 

LP-Gas Storage Fire, Nov. 5, 1985. 6:67 
MULBERRY, FLa.: 

Fertilizer Plant Fire, July 29, 1985. 6:67 
Mutti-Use Occupancy Fire: 

Nebraska, January 1985. 1:14 
Muttipce-DEaATH Fires, U.S.: 

1985, Study of. 4:18 
Muttipce-Occupancy Fires: 

Ohio, December 1985. 6:14 

Reading, Pa., Jan. 28, 1985. 5:63 


N 


NATIONAL BuREAU OF STANDARDS: 
Role in Making NFPA Film Titled “Fire Power.” 6:26, 
31, 65 
NATIONAL ELECTRICAL Cope: 
NEMA's Role in Development of. 6:47 
Origins and Development of. 5:24 
Updating of. 5:24 
NATIONAL ELECTRICAL MANUFACTURERS ASSOCIATION: 
NEMA's Role in Development of National Electrical 
Code. 6:47 
NATIONAL FirE PRoTEecTION RESEARCH FOUNDATION: 
Newest Member of NFPA Family. 3:113 
NEBRASKA: 
Multi-Use Occupancy Fire, January 1985. 1:14 
Nevapba: 
Aircraft Post-Crash Fire, January 1985. 5:22 
Newark, N J.: 
LP-Gas Explosions and Fire, July 7, 1951. 1:94 
New JERSEY: 
Church Fire, April 1985. 2:12 
Manufacturing Plant Fire, Feb. 12, 1985. 6:72 
Warehouse Fire, December 1985. 6:15 
New York STATE: 
Building-under-Construction Fire, Nov. 21, 1985. 6:70 
Dwelling Fire, 1985. 4:34 
Hospital Fire, July 1985. 2:12 
New York, N.Y.: 
Manufacturing Plant Fire, March 1911. 3:20 
Ship Fire, June 1904. 3:18 
New ZEALAND: 
Fire Protection and Prevention in. 1:88 
Reduction in Fires in Upholstered Furniture. 1:88 
NFPA: 
“Thank You, America” Campaign. 2:11 
And the Public Marketplace. 3:97 
Fire Investigations, Behind the Scenes. 3:122 
Headquarters Buildings, Then and Now. 3:64 
How the NFPA Affects the Average Family. 3:49 
NFPA's Membership. 3:44 
NFPA’s 90th Anniversary. 3:6 
Regional Meetings, Information on. 3:44 
Safety to Life Committee & Triangle Shirtwaist Co. Fire. 
3:22 
The NFPA's International Activities. 3:119 
NFPA Annuat MEetinG, NiNETIETH, 1986. 2:65 
NFPA Boarp oF Directors: 
Notable Quotes from, on NFPA's 90th Anniversary. 3:100 
NFPA Cobes AND STANDARDS: 
A Brief History of. 3:57 
NFPA Copes, STANDARDS, ETC.: 
70, NEMA’s Role in Development of. 6:47 
NFPA Fis: 
“Fire Power.” Making the Movie. 6:23 
“Fire: Countdown to Disaster.” 6:23 
“LP-Gas: Emergency Planning and Response.” 6:77 
NFPA Fire ANALysis Division: 
Answers to Questions on Statistics Asked by NFPA 
Members. 1:56 
NFPA Fire INVESTIGATIONS: 
Behind the Scenes. 3:122 
NFPA HeEattu Care SECTION: 
Celebrates its First Decade. 2:46 
NFPA Memser Apvisory CounciL: 
Comments on. 3:44 
Members Comment on. 3:156 
NFPA MEMBERSHIP: 
Brief View of. 3:44 
Member Views of, on NFPA’s 90th Anniversary. 3:45 











NFPA REecIONAL MEETINGS: 
Information on. 3:44 
NFPA Sections: 
Architects, Engineers & Building Officials Section, 
Chairman's View of Future. 3:92 
Aviation Section, Chairman's View of Future. 3:91 
Education Section, Chairman's View of Future. 3:93 
Fire Marshals Association of North America, Chairman's 
View of Future. 3:92 
Fire Science & Technology Educators Section, Chairman's 
View of Future. $:177 
Fire Service Section, Chairman's View of Future. 3:93 
Health Care Section, Chairman's View of Future. $:178 
Industrial Fire Protection Section, Chairman's Comments 
on. 3:179 
National Assoc. of Chief Electrical Inspectors Section, 
Chairmai's View of Future. 3:94 
Railroad Section, Chairman's View of Future. 3:92 
NFPA Stanparps ACTION: 
Formal Interpretations of NFPA Standards, 1985. 1:74 
NFPA Stanparps Councit MEETINGS: 
Las Vegas, Nev., Jan. 15-17, 1986. 4:68 
Quincy, Mass., July 10-12, 1985. 1:77 
NFPA Stanparps CounciL: 
Philosophy, Procedures, and Practices of. 3:52 
NFPA TecHnicaL CoMMITTEES: 
Committee on Detection Devices, Chairman's Comments 
on. 3:68 
Committee on Fire Dept. Equipment, Chairman's 
Comments on. 3:68 
Committee on NEC, Panel No. 1, Chairman's Comments 
on. 3:69 
Committee on Rack Storage, Chairman's Comments on. 
3:67 
NortH Carona: 
Dwelling Fire, December 1985. 6:12 
Manufacturing Plant Fire, July 1985. 4:16 
Stadium Fire, March 16, 1985. 6:37 


oO 


Orrice Buitpinc Fires: 

Houston, Tex., Jan. 24, 1985. 6:67 
Texas, December 1985. 5:21 
Wisconsin, November 1985. 5:21 

Onto: 
Apartment Fire, December 1985. 6:13 
Manufacturing Plant Fire, May 1985. 4:72 
Multiple-Occupancy Fire, December 1985. 6:14 
Small Engine Repair Shop Fire, December 1985. 6:15 
Store Fire, July 1985. 4:14 

Ow Rerinery Fire: 
Roxana, Ill., Jan. 23, 1985. 6:67 

OKLAHOMA: 
Fireworks Plant Fire, June 25, 1985. 4:59, 72 


P 





Paint: 

Vapors From Ignited, Cause Explosion and Fire. 6:72 
PANCAKE Fire: 

Definition of. 1:37 

Formed by LP-Gas Leak in Mexico. 1:37 
PANELING: 

Wood, Fire Spread by. 4:35 
ParksBurG, Wyo.: 

Warehouse Fire, May 18, 1985. 6:67 
Passaic, N.]J.: 

Dwelling, Industrial Property Fire, 1985. 6:68 
PENNSYLVANIA: 

Mobile Home Fire, February 1985. 1:12 

Multi-Occupancy Building Fire, Jan. 28, 1985. 5:63 

Roller Skating Rink Fire, November 1985. 6:12 
PHOENIX, Arizona Fire DEPARTMENT: 

A Look at. 3:70 
POLYVINYLCHLORIDE: 

And Litigation After Beverly Hills Supper Club Fire, Ky. 

4:54 

And Litigation After Stouffer's Inn Fire, New York. 4:55 
PREFIRE PLANNING: 

Lack of, Probable Factor in LP-Gas Distribution Plant 

Explosion, Fire. 1:37 

Prevents Fire Spread. Loss of Life. 6:72 
Private SEcToR: 

Fire Protection, An Argument Against. 4:39 

Fire Protection, An Argument in Favor of. 4:38 
Proposition 31: 

California Legislation for Firesafety Retrofitting. 4:56 


R 


RACETRACK Fire: 
Grandstand, Arlington Heights, Ill., July 31, 1985. 
6:67, 70 
Raprant Heat: 
Causes Tile and Sheetrock Wall to Fail. 5:19 
Rairoap Ro inc Stock Fire: 
Automobile Transport Cars, Kentucky April 1985. 2:16 
REACHING THE PUBLIC: 
Fire Prevention Week, Part of Learn Not to Bum 
Umbrella. 5:14 
Firesafety Education, It’s Older Than You Think. 3:13 
Learn Not to Burn and Its Regional Representatives. 4:12 
Thank You, America. 2:11 
ReEapinc, Pa.: 
Multi-Occupancy Building Fire, Jan. 28, 1985. 5:63 
REFINERY Fires: 
Feyzin, France, Jan. 4, 1966. 1:94 
Rio de Janeiro, Brazil, March 30, 1972. 1:95 
ResearcH Laporatory Fire: 
Washington State, March 4, 1985. 6:71 





RESTAURANT Fires: 
Connecticut, December 1985. 4:30 
Illinois, November 1985. 5:19 
Massachusetts, December 1984. 1:11 
RETROFITTING: 
California's Proposition $1 Legislation for. 4:56 
Rio DE JANEIRO, BRAZIL: 
LP-Gas BLEVE, Fire, March 30, 1972. 1:95 
Refinery Fire, March $0, 1972. 1:95 
Rover SKATING RINK Fire: 
Pennsylvania, November 1985. 6:12 
Roor: 
Collapses During Fire. 1:14; 2:15; 5:20; 6:14, 73 
Fire Involving. 4:14, 34 
Influenced Fire Growth, Spread, in Fatal Stadium Fire. 
3:128 
Unfinished, Destroyed by Fire. 5:22 
Roxana, ILL.: 
Oil Refinery Fire, Jan. 23, 1985. 6:67 
RussisH, TRASH: 
Chute Fire Involving. 3:24 


S 


SACRAMENTO, CALIF.: 
Brush, Dwellings Fire, July 7, 1985. 6:67 
San Dieco, CauiF.: 
Brush, Dwellings Fire, June 30, 1985. 6:67 
San Juan IxnuaTePec, MEXxIco: 
LP-Gas Explosions, Fire, Nov. 19, 1984. 1:32 
San Juanico, Mexico: 
LP-Gas Explosions, Fire, Nov. 19, 1984. 1:32 
San Luts Osispo, CaAuiF.: 
Wildland Fire, July 1, 1985. 6:67 
ScHoot Fires: 
College Library, Northampton, Mass., 1975. 2:36 
Grade School, Chicago, Ill., Dec. 1, 1958. 3:20 
High School, Florida, August 1985. 4:13 
Junior-Senior High, Montana, Nov. 15, 1985. 6:69 
Our Lady of the Angels School, Chicago, Ill., Dec. 1958. 
3:20 
University, Virginia, April 1984. 5:49 
Suip Fires: 
Cargo Ship, Texas City, Tex., April 1947. 3:19 
Excursion Steamer, New York, N.Y., June 1904. 3:18 
Fishing Vessel, California, Feb. 23, 1985. 6:74 
SHoppinc CENTER Fire: 
Illinois, September 1985. 5:20 
Sxatinc Rink Fire: 
Pennsylvania, November 1985. 6:h2 
SKYLIGHT: 
Fire Vented Through. 6:14 
Smoke Detectors, SATISFACTORY PERFORMANCE. 4:31 
SMOKING MATERIALS: 
Careless Disposal of, Fire Cause. 1:12; 6:71 
Careless Disposal of, Possible Fire Cause. 3:23; 5:20 
Careless Disposal of, Probable Fire Cause. 2:76; 3:145 
Improper Disposal of, Fire Cause in NFPA Film “Fire 
Power.” 6:32 
Probable Cause of Fatal Fire. 4:36 
Probable Fire Cause. 6:69 
Socar Home Fire: 
Connecticut, February i985. 1:12 
SouTH CAaRoLina: 
Dwelling Fire, July 1985. 4:13 
Soutu Dakota: 
Grain Elevator Fire, Explosion, November 1985. 4:72 
SPARKs: 
Boat Battery, Ignite Gasoline Vapors. 4:17 
Cause of Fire. 5:22 
Grinding Wheel, Cause of Fire. 1:14 
Truck/Chemical Vat Collision, Fire Cause. 4:16 
SPONTANEOUS IGNITION: 
Rags Soaked in Oil, Solvent. 6:73 
Spray Boot: 
Fire Originated at. 2:15 
SPRINKLER SysTEM: 
On-Off, Underwriters Laboratories Tests of. 6:19 
Residential, Effect of, in NFPA Film “Fire Power.” 6:25 
SPRINKLER SysTEM, RESIDENTIAL: 
In Boarding Home. 2:75 
SPRINKLER SYSTEM, SATISFACTORY PERFORMANCE. 1:11; 4:16, 
72; 5:20, 21; 6:15 
In Boarding Home. 2:75 
SPRINKLER SysTEM, UNSATISFACTORY PERFORMANCE: 
Overpowered by Fire. 6:68 
SPRINKLERS: 
A Challenge for the Future. 3:116 
Relationship to Fire Fatalities. 1:56 
The First Sprinkler Standard. 3:108 
Sprinkcers Nort a Factor IN Fire: 
Disabled by Explosion. 6:72 
Sections Shut Off When Fire Occurred. 6:73 
Shut Off. 1:15 
Stapium Fires: 


Bradford, England, May 11, 1985, NFPA Investigation of. 


3:124, 128 

North Carolina, March 16, 1985. 6:39 
Stairway, OPEN: 

Factor in Fatal Fire. 3:20, 23 

Fatal Fire Spread Up. 4:35 

Fire Spread Up. 1:12 
Storace Faciities Fire: 

Wood Pulp, Connecticut, Aug. 21, 1985. 6:73 
Storace, Outpoor, Fire In: 

Spread to Adjacent Building. 4:14 
Store Fires: 
Agricultural Supplies, Maine, January 1985. 1:14 
Appliances, Meridian, Miss., March 20, 1985. 6:67 
Garden Supply, Wisconsin, January 1985. 1:14 
Grocerics, Ohio, July 1985. 4:14 
Guns and Sporting Goods, California, 1985. 4:33 





Supermarket, Fort Worth, Tex., July $1, 1985. 6:67 
StourFer's INN Fire: 

Litigation After. 4:54 
SULFER: 

Molten, Multi-Vehicle Collision and Fire Involving. 1:61 


T 


Tank TRUCK Fire: 
Colorado, July 1985. 4:14 
Tank Truck, PROPANE, FirE: 
Colorado, July 1985. 4:14 
Tanks, UNDERGROUND: 
Update on the Underground Leakage Problem. 1:26 
TENEMENT Fires: 
Massachusetts, August 1985. 2:13 
TENNESSEE: 
Building-under-Construction Fire, March 1985. 2:16 
Hotel Fire, 1985. 4:31 
TENT Fire: 
Circus, Hartford, Conn., July 1944. 3:22 
Texas: 
Automobile Fire, March 1985. 2:16 
Automobile Repair Shop Fire, November 1985. 6:14 
Dwelling Fire, October 1985. 5:19 
Galveston County Action to Prevent Fireworks Sales. 5:54 
Laboratory Fire, April 1985. 2:13 
Manufacturing Plant Fire, February 1985. 1:15 
Manufacturing Plant Fire, May 1985. 2:15 
Office Building Fire, December 1985. 5:21 
Texas Crry, Tex.: 
Ship Fire/Explosion, April 1947. 3:19 
Toca, N. Dak.: 
Gas Processing Plant Fire, Nov. 21, 1985. 6:67 
Tires: 
On Monorail, Failure of, Cause of Fire. 4:17 
To.epo, Onto: 
Warehouse Fire, July 7, 1985. 6:67 
Torcu: 
Plumber's, Ignites Wall Insulation, 5:19 
Toxic Hazarp: 
NBS Method for Assessing, and Litigation After Fires. 
4:53 
TRAIN Fires: 
Elevated Railway Car (Monorail). 4:17 
TRANSIENT: 
Cause of Large-Loss Church Fire, Florida, June 28, 1985. 
6:68 
TRASH: 
Combustible, Fatal Fire Started in. 3:128 
Combustible, Fire Started in. 6:12 
Truck Fire (See Also Vehicle Fires) 
Forklift Truck Ignites Paper Warehouse Storage. 6:15 
Industrial Truck Strikes Methanol Vat, Vapors Ignite. 
4:16 
Pickup Truck Ignites Hay. 6:15 
Propane Gas Vapors Ignite in Repair Shop. 4:14 
Truck-AUTOMOBILE COLLISION, FIRE: 
Benecia, Calif., Jan. 19, 1985. 1:61 


U 


UNDERGKOUND LEAKAGE: 
Update on the Underground Leakage Problem. 1:26 
UNDERWRITERS LABORATORIES: 
Tests of On-Off Sprinklers. 6:19 
Unrrep STATEs: 
Fire Loss During 1985. 5:26 
Fireworks Accidents, U.S. Experience With. 5:49 
Fireworks Manufacturing, An Industry in Transition. 
5:41 
Large-Loss Fires During 1985. 6:34 
Multiple-Death Fires in, 1985. 4:18 
Total Cost of Fire in. 3:83 
Utan: 
Vehicle Maintenance Shop Fire, December 1985. 5:20 
Utuiry Cuases: 
Smoke Spread Through. 6:13 
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VAGRANT: 
Fire Caused by. 1:14 
Vapors: 
Alcohol, Cause of Fatal Fire. 4:16 
Alkyd, Flammable, Fire Cause. 6:72 
Diesel Fuel, Fire Cause. 1:15 
Flammable, Cause of Fire. 5:19; 6:12, 14, 15 
Gasoline, Ignited by Boat Battery. 4:17 
Gasoline, Ignited by Water Heater Pilot Light. 5:19 
Heptane, Ignited by Overheated Pump Bearing. 4:16 
Hexane, Ignited by Boiler Flames. 4:17 
Methanol, Ignited by Truck Crash. 4:16 
Propane, Ignited by Water Heater Pilot Light. 4:16 
Vapors, FLAMMABLE: 
Cause of BLEVE, Fire. 1:94, 95 
Diesel Fuel, Fire Cause. 1:15 
Fire Cause. 4:16, 17; 5:19; 6:12, 14, 15, 72 
VEHICLE Fires: 
Forklift Truck Ignites Paper Warehouse Storage. 6:15 
Industrial Truck Strikes Methanol Vat, Vapors Ignite. 
4:16 
Multi-Vehicle, Benecia, Calif., Jan. 19, 1985. 1:61 
Pickup Truck Ignites Hay. 6:15 
Propane Tank Truck, Colorado, July 1985. 4:14 
Semi-Trailer, Arizona, February 1985. 1:15 
VEHICLE MAINTENANCE SHOP FIRE: 
Utah, December 1985. 5:20 
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VERTICAL OPENINGS: 
Elevator Shaft, Fire Spread Down, Then Up. 1:15 
VIRGINIA: 
Church Fire, July 1985. 4:13 
Fireworks-Related Fire at University. 5:49 
Manufacturing Plant Fire, February 1985. 4:71 
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WALLs: 
Collapse During Fire. 2:19 


Plumbing, Nonfirestopped, Cause of Fire Spread. 2:20 


Watts, Fire: 
Prevented Fire Spread. 4:72 
Sprinklered Glass, Fire Endurance of. 4:43 
Tempered Glass, Fire Tests on. 4:43 
WAREHOUSE Fires: 


Aerosol Products, Elizabeth, N.J., Feb. 21, 1985. 6:67, 68 


Automobiles, California, Sept. 13, 1985. 6:73 
California, April 1985. 2:15 
Chemicals, Parksburg, Wyo., May 18, 1985. 6:67 
Florence, S.C., July 2, 1985. 6:67 
Houston, Tex., July 2, 1985. 6:67 
Juveniles Playing with Sparklers, July 1984. 5:49 
Rolled Paper, New Jersey, December 1985. 6:15 
Toledo, Ohio, July 7, 1985. 6:67 

WarmiINc Fire: 


In Building Under Construction, California, March 1985. 
6:75 


Warren, Ounio: 

Manufacturing Plant Fire, July 26, 1985. 6:67 
WASHINGTON STATE: 

Automobile Sales Agency Fire, December 1985. 6:14 

Automobile Dealership Fire, April 1985. 2:13 

Manufacturing Plant Fire, Nov. 20, 1985. 6:72 

Research Laboratory Fire, March 4, 1985. 6:71 
Wasuincton, D.C.: 

Boarding Home Fire, Jan. 29, 1985. 2:75 
WELDING-AND-CUTTING OPERATIONS: 

Fire Caused by. 1:15; 2:16 
WILDLAND Fires: 

Camarillo, Calif., July 1, 1985. 6:67 

King City, Calif., July 6, 1985. 6:67 

San Luis Obispo, Calif., July 1, 1985. 6:67 
Winp: 

Factor in Apartment Fire Spread. 6:14 

Factor in Fatal Circus Tent Fire. 3:23 

Factor in Fatal Fire Spread. 3:140 


FIREJOURNAL * JANUARY 1987 


Factor in Fire Spread. 2:16; 6:69 
Fire Spread by. 1:12 
WINDows: 
Broken by Rescuers, Fire Spread Out, Prevented Rescue. 
4:13 
Fire Broker Through. 6:71 
Picture, Failed, Fire Broke Through. 2:13 
Security Bars Prevent Escape in Fatal Fire. 4:13 
Vertical Fire Spread Through. 3:22 
Wirine, ELEcTRICAL: 
Cause of Fire. 6:12 
WISCONSIN: 
Office Building Fire, November 1985. 5:21 
Woo: 
And Upholstered Furniture Fire Reduction in New 
Zealand. 1:88 
Factor in Reduction of Upholstered Furniture Fires. 1:88 
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WERE FIGHTING FOR YOUR LIFE ¢ 
American Heart Association 


YOU CAN’T SEE IT. FEEL IT. 
TASTE IT. SMELL IT. 


BUT HIGH BLOOD PRESSURE CAN HAVE 
A DRAMATIC EFFECT ON YOUR LIFE. 
High blood pressure, or hypertension, is a disease. 
A potentially dangerous disease. It can lead to 
heart disease and stroke. As many as one in four 
American adults has high blood pressure. But be- 
cause it is virtually symptom free, as many as 17 
million adults have an increased risk of heart dis- 
ease without knowing it. 

But there is a simple, painless procedure to find out 
if you have it. Get it checked. Today. And keep it 


checked. It may be the best thing you ever did for 
yourself. You never know. 
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